pospheric and orbit correction) span- 
ned from 15 to 68 percent. With this tro- 
pospheric correction, low-frequency er- 
rors can be removed from InSAR 
images. Additionally, results show that 
for days with high-quality ECMWF data, 
the SBLM ZTD correction performs as 
well as the GPS ZTD correction. Finally, 
the tropospheric correction enabled 


orbit correction, and by correcting for 
both errors, the quality of the InSAR im- 
ages increased significantly. 

By correcting for the troposphere, 
other errors become visible. The main 
contributor to the remaining errors is un- 
certainties with determining the satellite 
orbit. Because die orbit error is now sepa- 
rated from the tropospheric error, the 


orbit can be corrected for more accurately. 

This work was done by Frank H. Webb, 
Evan F. Fishbein, Angelyn W. Moore, Susan 
E. Owen, Eric J. Fielding, and Stephanie L. 
Granger of Caltech and Fredrik Bjdmdahl 
and Johan Lofgren of Chalmers University of 
Technology for NASA’s fet Propulsion Labora- 
tory. Further information is contained in a 
TSP (see page 1 ). NPO-46918 


@ Technique for Calculating Solution Derivatives With Respect to 
Geometry Parameters in a CFD Code 

John H. Glenn Research Center, Cleveland, Ohio 


A solution has been developed to the 
challenges of computation of derivatives 
with respect to geometry, which is not 
straightforward because these are not 
typically direct inputs to the computa- 
tional fluid dynamics (CFD) solver. To 
overcome these issues, a procedure has 
been devised that can be used without 
having access to the mesh generator, 
while still being applicable to all types of 
meshes. The basic approach is inspired 
by the mesh motion algorithms used to 
deform the interior mesh nodes in a 
smooth manner when the surface nodes, 
for example, are in a fluid structure in- 
teraction problem. The general idea is to 
model the mesh edges and nodes as con- 
stituting a spring-mass system. Changes 
to boundary node locations are propa- 


gated to interior nodes by allowing them 
to assume their new equilibrium posi- 
tions, for instance, one where the forces 
on each node are in balance. 

The main advantage of the technique 
is that it is independent of the volumet- 
ric mesh generator, and can be applied 
to structured, unstructured, single- and 
multi-block meshes. It essentially re- 
duces the problem down to defining the 
surface mesh node derivatives with re- 
spect to the geometry parameters of in- 
terest. For analytical geometries, this is 
quite straightforward. In the more gen- 
eral case, one would need to be able to 
interrogate the underlying parametric 
CAD (computer aided design) model 
and to evaluate the derivatives either an- 
alytically, or by a finite difference tech- 


nique. Because the technique is based 
on a partial differential equation (PDE), 
it is applicable not only to forward mode 
problems (where derivatives of all the 
output quantities are computed with re- 
spect to a single input) , but it could also 
be extended to the adjoint problem, ei- 
ther by using an analytical adjoint of the 
PDE or a discrete analog. 

This work was done by Sanjay Mathur of 
Jabiru Software and Services, LLC, for Glenn 
Research Center. Further information is con- 
tained in a TSP (see page 1 ) 

Inquiries concerning rights for the commer- 
cial use of this invention should be addressed 
to NASA Glenn Research Center, Innovative 
Partnerships Office, Attn: Steve Fedor, Mail 
Stop 4—8, 21000 Brookpark Road, Cleve- 
land, Ohio 44135. Refer to LEW-18499-1. 


©Acute Radiation Risk and BRYNTRN Organ Dose Projection 
Graphical User Interface 

This program estimates the whole-body effective dose, organ doses, and acute 
radiation sickness symptoms. 

Lyndon B. Johnson Space Center, Houston, Texas 


The integration of human space ap- 
plications risk projection models of 
organ dose and acute radiation risk has 
been a key problem. NASA has devel- 
oped an organ dose projection model 
using the BRYNTRN with SUM DOSE 
computer codes, and a probabilistic 
model of Acute Radiation Risk (ARR). 
The codes BRYNTRN and SUM DOSE 
are a Baryon transport code and an out- 
put data processing code, respectively. 
The risk projection models of organ 
doses and ARR take the output from 
BRYNTRN as an input to their calcula- 
tions. With a graphical user interface 


(GUI) to handle input and output for 
BRYNTRN, the response models can be 
connected easily and correctly to BRYN- 
TRN. A GUI for the ARR and BRYN- 
TRN Organ Dose (ARRBOD) projec- 
tion code provides seamless integration 
of input and output manipulations, 
which are required for operations of the 
ARRBOD modules. 

The ARRBOD GUI is intended for 
mission planners, radiation shield de- 
signers, space operations in the mission 
operations directorate (MOD), and 
space biophysics researchers. BRYN- 
TRN code operation requires extensive 


input preparation. Only a graphical 
user interface (GUI) can handle input 
and output for BRYNTRN to the re- 
sponse models easily and correctly. The 
purpose of the GUI development for 
ARRBOD is to provide seamless integra- 
tion of input and output manipulations 
for the operations of projection mod- 
ules (BRYNTRN, SLMDOSE, and the 
ARR probabilistic response model) in 
assessing the acute risk and the organ 
doses of significant Solar Particle 
Events (SPEs). 

The assessment of astronauts’ radia- 
tion risk from SPE is in support of mis- 
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